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2-40 (b) l>‘) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS*. 

*“ln the bears den there was one bear observed before enter ng the den lying on the floor, with ils winter ooat. 
panting and salivating excessively. When we entered the den it stood uc but continued to peril and salivate. There is 
a concern of the animal's health because she was panting heavily and salivating with her winter coat in ardor to 
avoid health risk issues of the animal relaled to the clinical signs observed the attending veterinarian should examine 
Ihe animal. Correct within 24 hours. 

2.131 (c) (1} 

HANDLING QF ANIMALS. 

*** Joe the chimpanzee is allowed to be Fed peanuts by ihe public The method in which management instructs the 
public Id teed him is by throwing the peanuts nip his enclosure giving some people opportunity jp throw the peanuts 
at Joe. Iiianagoment elated thal they warn the kids that If they throw peanuts al Jog, then Jco will throw peanuls 
back, When Joe throws the peanuts back he also throws dirt and shows aggression, The option of placing a feecing 
lube was discussed but due to a previous incident would not de safe to use again. Management should have a safer 
method for the puttie to food Joe wllhout Ihrowlng peanuts which could possibly cause injury io the animal or cause 
behavioral stress During public exhibition, any animal most be handled SO there i$ minimal risk ot harm to the animal 
end to the public, with sullieient distance and/or barriers between the animal end the general viewing public so as to 
assure Ihe safety of animals and Ihe public. Correct by June l£, £014 

2.131 <e) 

HANDLING OF ANIMALS, 

In tne bears den toe temperature reg stered on the ceiling as 1 50 degrees F and the floor as 79 degrees F measuring 
with a Rayfelt gun al approximately 1 1:00 am. While we were inside c-i rhe den we could leal the heat from the oei ing 
which was made from a metal roof without Insulation. There was no cooling apparatus Inside the don. The hear tnal 
was in toe den was observed before we walked in ihe den laying on ihe ground and onoe we came into the den she 
got up but was panting heavily. When climatic conditions present a threat id an animal's health or well-being, 
appropriate measures musl be taken to alleviate the impact cl those conditions .An animal may never bo subiectcd to 
any combination of temperature, humidity, and time that is detrimental to the animal's health or well-being, taking into 
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consideration such factors as the animal's age, species, breed, overall health status, and acclimation. Correct 
immediately. 


3-75 to (1) {I) 

HOUSING FACILITIES, GENERAL 

’“In Joe the ch mpanzee's enclosure the platform to me lar lefl ot his enclosure that was rusted, Also ihere was post 
that is stabilizing a platform that is excessively rusted and could break causing the platform to fall dnwn 

'“The bonnet and rhesus macaque's primary chain link fencing was rusted. 

The furniture and suMaccs should bo free of excessive rust thal prevenls the required cleaning and sanitization, or 
thg.1 aflects the structural strength ol the surface. Correct by June 19, 2C14 


3.75 to to 

HOUSING FACILITIES, GENERAL, 

’“The toys i n the lemur, bonnet maeague, rhesus macaque and chimpanzee primary enclosure were soiled and 
worn. All surfaces must be mpiniained on a regular basis. Surfaces aF housing 1aciliiies--including houses, dens, and 
other furniture type fixtures and objects within the Facility- that cannot be readily cleaned and sanitized, must be 
replaced when worn or soiled. Correct by June i9, £0 1 4 

3.75 to {3) REPEAT 

HOUSING FACILITIES, GENERAL, 

’“in ihe primary enclosure lor the bonnet and rhesus macaque there was a lot ol feces on Ihe platform that had not 
bean cleaned lha’ appeared fa have been there more than a day. Hard surfaces with which non nu man primates 
come In conlact must bo spot cleaned daily and sanitized to prevent aocurn jlation ol excreta or disease hazards. 

3.34 to 

CLEANING, SANITIZATION, HOUSE KEEPING, AND PEST CONTROL. 

’“In Joe the ch mpanzee primary enclosure there was a plastic tettuce dag on the ground, In the stall next lo Joe's 
indoor enclosure ihere was clutter and discarded ilema that was attracting flies. Premises where housing lacilities are 
located, including buildings and surrounding g-ounds, must be kept clean and In good repair In order lo protect the 
nonhuman pnmates from injury, to Facilitate the husbandry practices and to reduce or eliminate breed ng and living 
areas lor rodents, peats, and vermin. Premises must be kept flea al accumulations of flash, junk, waste, and 
discarded mailer. Correct Juno 19, 204 4. 

3.34 to 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL, 

’“in the stall next So Joes inside enclosure and to the lefl of the entrance ihere was a dirty cage wilh lowels and Flies 
swarming, An efleqfiwe program Far conlral of insects must be established end maintained 
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so as to promote the heallh and well-being ot the animals and reduce contamination ®y posts in animal areas 
Oorreol by June 12, 2014. 

3-125 (a) 

FACILITIES, GENERAL, 

“* In the bear's and tiger's. Special and Kryptonile, enclosure there was a hole at the primary lence tine that could 
allow the entrance oF small mammals that could potentially transmit disease Id Ihe bears and cause illness. The bears 
and tigers, Misha and Sultan, also have nolos that need to bo Idled within their enclosures Uhal they could tall In and 
injure themselves. 

’“In Ihe bears primary enclosure there is a cement pool with exposed rusted wire that could potentially injure the 
animals. 

’“In Ihe primary enclosure's tor the tigers', Misha, Sudan, Krypiomte and Special has platforms ihai were scratched 
up and jagged pieces oF wood were exposed that could poieniially cause injury so ihe animals. 

■“In ihe biach leopard's, Jack, primary enclosure me primary lence was rusting and broken along the entrance oF me 
deri The fenoe could potentially ognlinua splitting if Ihe rust continues up the chain link allowing the animal to escape. 

■“In ihe coati mundi and ihe black leepard's primary enclosure the wood plaliorms were degraded and in disrepair 
which uc.jld eventually break and lall causing injury to the animals. 

■“The Fencing post running along Ihe Floor of Ihe grey foxes primary enclosure ig rusted and pitted- The rust and 
pitting has compMmisad the integral/ cl iha fencing and could allow escape cl the animal. 

The Facility must be constructed pi suoh material and oi such strength as approoriaie lor the animals involved - The 
indoor and outdoor housing facilities shall be slrudu rally sound and shall he maintained in good repair to protect ihe 
animals from injury and to contain the animals Correcl by June 19 2014 

3.125 Fd} REPEAT 

FACILITIES, GENERAL, 

’“In Ihe cavy's pr mary enclosure there was two-day old rotled collard greens on the ground that had nol been 
removed. Prpvi&ion shall be made Far ihie removal and disposal oF Food wasles. bedding, dead araimalg, fragh and 
debris. Disposal facilities shall bo so provided and operated as lo minimize vermin Infestation, odors, and disease 
hazards 

3.127 (c) 

FACILITIES, OUTDOOR, 

’“in the tigers enclosure lor Special and Krypionde's run there was a wet low-ly ng area where the ground was sliil 
moist and was not drying. 

■“In the bears primary enclosure on the end of the enclosure opposite of there run mere is a a wel Iqw- 
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lying a r ea where tfie ground was still moist and was not drying. 

’"in- th-G tiger endosurs lor Magoo there was a pool of wat&r that was not able to dram. A suitable melhod shall be 
provided to rapidly eliminate excess water to minimize disease and pest. Correct by June 19, 20 1 4 


3-129 (b) 

FEEDING. 

'“The bears Feed ng ocwls in there den looked dirty and had noi been cleaned and/or sanitised Food receptacles 
shall be kept clean and sanitary at all Simas. Correct by June 7, 201 d. 

3-131 (a) 

sanitation, 

*“in ihe grey lox enclosure there was a lot of leces in the enclosure. Excreta shall be removed from primary 
enclosures as ohen as necessary to prevent contamination ot the animals contained therein and to minimize disease 
hazards and lo reduce odws. When enclosures are cleaned by hosing or flushing, adequate measures shall be taken 
lo protect the animals conFined in such enclosures From being directly sprayed wilh the stream oF waier or wetted 
involuntarily. Correct by June 7. 2014. 

3.131 M 

SANITATION. 

’“Outside oF Ihe bears enclosure within iheiir perimeter fence there were old discarded ilems (old lires and used wire} 
ard trash on the ground. Premises shall ba kept clean and in good repair in order lo prated the animals from injury 
and to fac lltalc the prescribed husbandry practices sol forth In this suPp-arl Accumulations of trash shall be paced Ip 
designated areas and cleared as necessary to p'olect the health of the animals Correct by June 14,2014 


The exit briefing was conducted with the President, 
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